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INSTRUCTIONS FOR INSTALLING THE 103514 
‘ON ‘OR XRM107 7. ‘FOR 
OF THE i9 SBT OW 110 25 ‘CORI 


In order to operate the 19 type set on 110 volt 25 eycle 
power supply, it is necessary to connect a 25 ohm resistor in series 

eh motor, The resistor assembly contains three resistors; two 
in the motor circuits of the printer and tranmmitter distributor 
and the other for use in the motor circuit of a 1¢ type reperforator 
which may be used in conjunction with the 19 type set. 


The 103514 resistor unit consists of the following parts: 


Resistor Unit (Comp.) 
8185 Serews 

S202 Mute 

2846 Washers 

2449 Lock Washers 


mt tome 


Installation 


1, Remove the cover plate from the compartment above the three recep- 
tagles in the lower right corner of the cabinet. To do this, remove 
the two serews from the left edge of the cover plate, loosen the two 
screws in the right edge, ani alide the plate to the left, 


2. Kemove the "knockout" from the cover plate. 
NOTE: If there is no "knockout" in the cover plate, drill a 7/8* 


Aiameter hole as shown in Figure 1. It will also be necessary 
to drill two mounting holes also shown in Figure 1. 


4. From the right terminal block (4) remove the following terminal 
sorews and the wire straps connecting them: 25 and 44; 40 and 30; 
36 and 28. Discard the straps but retain the screws. 


Place the unit on the floor beneath the terminal blocks and make 
eonneetions as shown in Figure 3. 


NOTE: Before replacing the compartment cover plate, make the power 
connections to terminals 21 and 22 of the right hand terminal 
Dlock (A) if these connections are not already made. 


6. Mount the compartment cover plate (with unit attached) by means of 
‘the serews previously rezoved. Take up the slack in the cable by 
pushing it to the right of the terminal blocks. Make certain that 
the alots in the right edge of the cover plate slide under the 
mounting screw heads. 
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